Approved For Release 2003/05/08 : CIA-RDP91-00965R000500010124-8 


26 March 1958 - This letter was not answered in 
view of Mr. Warner's discussion with Senator 
Williams and the visit of General Crittenberger et al 
with the Senator. 


CRC, 3/6/2003 
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'1$ tnUeb Senate 




WASHINGTON, D. C. 


March 11, 1958 


Mr. Allen Dulles, Director 
Central Intelligence Agency 
Washington 25, D. C. 

Dear Mr. Dulles: 


STATOTHR 


It has been brought to my attention that. Mr . 


r 


was 


micxea to the Army General Hospital 


28 , 1955. 



ily com- 
on July 


STAT 


My information shows that 

IS 


being committed to the hospital was ks a result of a 
report which he compiled concerning the 


STATOTHR 


and some of the persons in the organization; also, the 

information shows that a copy of this report was submitted 
to you. 

STATOTHR 


STA1 


Will you please send me a copy of 1 

report along with any other information you have pertaining 
to his case. 


Yours sincerely. 
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